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1 1 J. Part of a Letter from the Reverend Mr Pa- 
trick Gordon, F, R. S.to the Publijher, con- 
cerning a Water-fput obferved in the Downs. 

Aft Saturday in the forenoon, between the hours of 
10 and ii I obferved a remarkable Waier-fpout m 
the Downs. It bore N. by E. off our Ship, about 2 
Leagues diftance by Eftimation 3 the Wind at E. N E. a 
Top-fail gale, and very Cold. The Horizon was entire- 
ly open and ferene, except the Northern parts thereof 
from N. N. W. to N« E. by E. or thereabouts- The 
higheft part oi the Cloud appeared to make an Angle of 
45 Dtg.of Elevation.' About one half of the Cloud, 
(viz. the upper,) was very white., and the other extream- 
ly black. The Spout itfelf, fwhich hung from the low- 
er part of the whitifh Cloud) hovered up and down 
for about 20 Minutes, and during two or three Minutes 
of the time, that part of the Sea exactly under the Spout, 
did fparkle up Water to a confiderable height. The 
fparkling run along to the Leeward, (the cone of the 
Spout moving that way, and making, it feems, a dis- 
charge, tho not vifible to us in its tall) and continued 
running along for fix Ships length. Afterwards the body 
of the Spout did quickly contract itfelf, and then difap- 
pea red. About two hours afterwards the Heavens were 
intirely overcaft, and during that afternoon there fell 
abundance of Hail, and both Wind and Cold encreafed. 
I have feen feveral Water-fpouts in the Mediterranean Sea 
fome years ago, and thofe ufually during the time of a 
itark Calm and hot Summer Weather $ but to fee one in 

our 
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our Northern Climate at this time of the year, and du- 
ring Weather both Cold and Windy, is, I prefume, a little 
unufuaL 

Sir, 

Tourverj humbh 

Dtwt, Mmh s 
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P, Gordon. 
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